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Observatory at Tokio, and at either two or three of
the observatories of Gifu, Nagoya, and Osaka, each
of which is provided with a seismograph and chrono-
meter. The after-shocks referred to originated near
a point about 6 miles west of Gifu, and the difference
between the distances of Tokio and Osaka from this
point is 89^ miles, of Tokio and Nagoya 147 miles,
and of Tokio and Gifu 165 miles. The mean time-
intervals between these three pairs of places were 67,
ill, and 128 seconds respectively; and these give for
the mean velocity for each interval 2.1 kilometres (or
1.3 mile) per second. Thus there appears in these
cases to be no sensible variation in the velocity with
the distance from the origin.

As might be expected, an earthquake of such
seventy was recorded by magnetometers at several
distant observatories. Disturbances on the registers
of Zikawei (China), Mauritius, Utrecht, and Green-
wich have been attributed to the Japanese earthquake,
but the times at which they commenced are too in-
definite to allow of any determination of the surface-
velocity of the earth-waves to great distances from
the origin.

THE  GREAT  FAULT-SCARP.

As in all disastrous earthquakes, the surface of the
ground was scarred and rent by the shock. From the
hillsides great landslips descended, filling the valleys
with debris; and slopes which were formerly green
with forest, after the earthquake looked as if they had
been painted yellowish-white. Innumerable fissures
cut up the plains, the general appearance of the
ground, according to Professor Milne, being "as if
gigantic ploughs, each cutting a trench from 3 to 12